From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Thursday, December 10, 2009 12:32 PM 
Hanchett, James (DPH) 

RE: GC/MS Quote 


thanks Jim 


From: Hanchett, James (DPH) 

Sent: Thursday, December 10, 2009 7:15 AM 
To: Nassif, Julianne (DPH) 

Subject: RE: GC/MS Quote 

Hi Julie, 

Sorry for delay, court yesterday. This quote has expired, but I requested a new one. As soon as I receive 
it, I will forward it to you. 

Thanks 

Jim 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, December 09, 2009 11:38 AM 
To: Hanchett, James (DPH) 

Subject: FW: GC/MS Quote 

Importance: High 

Jim, 

this looks promising. Please include everything required for the instrument in the quote...PC, printer, service etc. 
Thanks, Julie 


From: McGuire, Thomas M (DPH) 

Sent: Wednesday, December 09, 2009 10:32 AM 
To: Nassif, Julianne (DPH) 

Cc: 'Fausett, Gary (DPH)' 

Subject: GC/MS Quote 

Julie, 

Could you please get an updated quote for the mass spec that is needed for the drug lab? 
Thanks 
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